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WAY  L  A  NO _  RURAL  D  I  S  T  R  I  C  T  COUNCIL. 


"White  House", 

EAST  HARLING, 

Norwich, 

21st  October,  1947. 
Wayland  Rural  District  Council* 

Ladies  and  Gentlemen, 


I  have  the  honour  to  submit  my  repnrt 
for  the  year  ending  31st  December,  1946* 

In  the  Vital  Statistics,  the  figures  show 
a  slight  increase  in  the  number  of  live  births  over  those  for 
the  previous  year,  also  a  slight  increase  in  the  death  rate  per 
1,000  population,  with  regard  to  infectious  diseases,  no  case 
of  Diphtheria  was  notified  whilst  only  three  cases  of  Scarlet 
Fever  occurred  during  the  year.  The  number  of  cases  of  Measles 
and  Whooping  Cough  considerably  increased. 

As  regards  the  staff  in  the  Public  Health 
Department,  Mr.  F.J.  Thompson  was  appointed  as  additional 
Sanitary  Inspector  and  took  up  his  duties  on  the  1st  March,  1946, 
but  he  terminated  his  appointment  on  the  31st  July,  1946. 

Mr.  A.T.  Boore  was  appointed  in  place  of 
Mr.  Thompson  commencing  duties  on  the  1st  October,  1946. 

Mr.  A. E,  Sheldrake  was  appointed  Clerk 
in  the  Department  and  Mr.  E.H.  Wilkins  as  Inspector  under  the 
Housing  Rural  Survey,  both  appointments  commencing  on  the  1st 
September,  1946. 


Routine  inspection  of  meat  has  been 
carried  out  during  the  year  at  the  Ministry  of  Food’s  Slaughter¬ 
house  at  Watt  on. 

There  are  232  milk  producers  in  the 
District  of  which  28  are  licensed  to  produce  milk  as  Tuberculin 
Tested  and  19  as  Accredited  Producers.  27  samples  of  milk 
were  taken  from  herds  of  Accredited  Producers  from  the  1st 
January  to  the  30th  June,  1946,  after  which  the  sampling  was 
taken  over  by  the  Norfolk  County  Council. 

A  number  of  cowsheds  and  dairies  have 
been  modernised  during  the  year. 

HOUSING. 


The  provision  for  additional  accommodation 
for  housing  families  is  given  in  the  following  statement 


Number  of  Traditional  Type  Permanent 

Council  Houses  in  course  of  erection.  -  50. 

Number  of  Temporary  Houses  (Aluminium 

Prefabricated  Houses)  erected  and 

occuoied.  •  -  40. 
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HQIJ3 1 NG  j  cont inusd) . 


Number  of  houses  erected  and 
completed  by  Private  Enterprise. 

Number  of  houses  in  course  of 
erection  by  Private  Enterprise.  -  12. 

Buildings  adapted  for  human 

habitation.  -  12  families. 


R.A.F.  huts  converted  into 

dwellings.  -  12  for  15 

families . 

402  building  licences  were  issued  by  the 
Council  for  general  repairs  to  houses,  provision  of  bathrooms , 
W.C.'s,  drainage  and  water  supplies. 


HOUSING  RURAL  PURVEY. 


From  the  1st  October  to  the  14th  December, 
1946,  429  houses  were  inspected  and  recorded. 


WATER-  SUPPLIES . 

(i)  Apart  from  the  areas  supplied  by  the 
Council’s  Water  Mains  the  supply  is  mainly  from  shallow 
wells ,  the  water  being  of  doubtful  purity.  There  are 
a  number  of  deep  bores,  principally  of  4  inches 
diameter.  The  water  from  some  of  these  bores  contains 
quite  an  appreciable  quantity  of  iron. 

Owing  to  the  exceptional  wet  weather?  no 
shortage  of  water  has  been  reported  during  the  year. 

(ii)  The  Council  have  two  Main  Water  Works 
situated  (a)  at  Bury's  Hall,  Old  Buckenham  and  (b)  at 
Wat  ton. 

The  Waterworks  at  Old  Buckenham  supply 
the  Parishes  of  Attleborough,  Old  Buckenham,  New 
Buckenham,  Banham,  Kenninghall,  East  Harling,  North 
Lopham,  South  Lopham,  Garb  ol  disham  and  B1  o’ Norton, 
together  with  the  R.A.F.  Stations  at  Old  Buckenham  and 
Fersf  ield. 

The  watt  on  Waterworks  supplies  the  Parish 
of  Watt  on  and  the  Watt  on  R.A.F.  Station. 

There  is  also  a  small  Waterworks  at 
Croxton  which  supplies  Croxton  village. 

Routine  samples  of  crude  and  treated 
water  going  into  the  supply  are  taken  every  three 
months,  more  if  needed,  and  bacteriologically  examined. 

Copies  of  the  reports  on  the  examination 
of  samples  taken  during  October  1946  are  attached, 
which  show  that  the  waters  are  pure  and  wholesome. 

(iii)  The  waters  do  not  appear  to  have  any 
plumb o-s olvent  action. 
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(iv)  The  water  at  Old  Buckenham  and  Watt  on 

is  chlorinated  before  discharging  into  the  reservoirs. 

The  employees  of  the  Water  Departments 
are  tested  for  carriers  before  being  engaged. 

All  water  mains  are  chlorinated  after 
being  laid  and  when  repairs  have  taken  place.  Action 
is  also  taken  to  prevent  contamination  when  laying 
service  pipes. 

(v)  Number  of  houses  supplied  with  water  at  12th  December, 

1946 . 


Prom  Old  Buckenham  Waterworks. 


Parish. 

No.  of  houses 

No.  supplied 

in  Parish. 

with  water  direct 

to  houses. 

Attleborough 

•  ft  • 

'  793 

546 

Old.  Buckenham 

•  •  • 

270 

147 

New  Buckenham 

•  •  ft 

131 

68 

Ba  nham 

t  •  • 

275 

104 

Kenninghall 

ft  •  • 

260 

132 

East  Harling 

ft  •  • 

300 

181 

North  Lopham 

•  •  ft 

171 

72 

South  Lopham 

•  •  • 

129 

50 

Garbol  disham 

•  •  • 

162 

87 

Blo'Norton 

ft  •  • 

70 

41 

From  Watt  on  Wate 

rworks . 

Wat ton. 

•  •  • 

490 

311 

From  Croxton  Wat 

e  rw orks . 

Groxt  on. 

•  •  • 

74 

12  (and  38 

from  Publi 

Standpipes 

TOTAL 

ft  ft  • 

3,125. 

1,751. 

The  Dairy  Farms  taking  water  from  the  Public 
Mains  number  80. 


I  am 


Your  obedient  Servant, 


MEDICAL  OFFICER  OF 
HEALTH. 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30240852 
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\i  A  Y  L  A  N  D  RURAL  DISTRICT  COUNCIL. 

ANNUAL  REPORT  194  6'. 

VITAL  STATISTICS. 

Estimated  Population  of  the  District*  1946  -  16,980. 

BIRTHS. 


Year  1946.  Year  1945. 

Male .  Female.  Total.  Male.  Female.  Total. 


Live  Births.  184 

.  141. 

325. 

158.  148. 

306. 

Still  Births.  3 

4. 

7. 

4.  4. 

8. 

Birth  rate  per  1*000  of 
estimated  population. 

Still  birth  rate  per 

19.55 

18.25 

1,000  total  (live  and 
still)  births. 

21.08 

25.48 

D  : 

E  A  T  H  S. 

Year  1946 

• 

Year  1945 

• 

Male 

.  Female. 

T  otal . 

Male.  Female. 

Total, 

From  all  causes.  114. 

125. 

236. 

106.  113. 

219. 

Death  rate  per  1,000 
population. 

14.07 

13.06 

Deaths  from  Puerperal 
caus  es  • 

Death  rate  of  all  Infants 

Nil. 

Nil. 

under  one  year  of  age  per 
1,000  live  births. 

49.23 

22.87 

Deaths  from  Cancer. 

27 

39 

,f  u  Tuberculosis. 

4 

8 

"  u  Measles. 

- 

- 

H  "  Whooping  Cough. 

2 

- 

"  "  Diarrhoea. 

- 

1 

”  u  Pneumonia. 

7 

7 

"  u  Diphtheria. 

— 

- 

I  N  F  E  C 

T  I  0  U  S 

D  I 

S  E  A  S  E  S. 

No.  of  cases  notified  of :  - 

Year  1946. 

* 

Year  1945 

• 

Scarlet  Fever. 

3 

13 

Diphtheria . 

— 

6 

Erys ipelas . 

5 

7 

Meas les . 

252 

81 

Pneumonia . 

23 

12 

Puerperal  Pyrexia. 

- 

2 

Whooping  Cough. 

115 

65 

Dys  entery. 

5 

5 

Infective  Jaundice. 

4 

9 

Catarrhal  Jaundice. 

3 

- 

Cerebro-Spinal  Fever. 

— 

2 

Ophthalmia  Neonatorum. 

- 

3 

Tuberculous  Meningitis. 

1 

— 

Malaria. 

1 

— 

Tuberculosis  Pulmonary. 

6 

"  Non-pulmonary. ' 

4 

DIPHTHER 

I  A  I  M 

M  U  N 

I  S  A  T  I  0  N. 

Under  5 

• 

Between  5 

• 

in 

1 — t 

Percentage  of  the  child 

population  Immunised  at 

31st  December,  1946. 

£>1%. 

97?S. 

Average  82%, 

-  53 
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